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USMISSION EC BRUSSELS 

UNCLAS STATE 122844 

FOR SCIENCE ATTACHES, ERDA REPS 

E.O. 11652: N/A 

TAGS: TECH 

SUBJECT: REDUCED POWER OPERATION OF DUANE ARNOLD- 1 

REFERENCE: REFTEL A-2467 

1. ON MAY 17 THE IOWA ELECTRIC LIGHT AND POWER COMPANY 
LIMITED OPERATION OF THE 535 MWE BWR DUANE ARNOLD 1 
NUCLEAR POWER STATION TO 50 PERCENT OF RATED POWER AND 
50 PERCENT OF DESIGN CORE FLOWRATE. 

2. OPERATION AT THE ABOVE CONDITIONS ELIMINATES ANOMALOUS 
SIGNALS INDICATIVE OF INCORE VIBRATION AT SPECIFIC NEUTRON 
DETECTOR LOCATIONS. 

3. THE PLANT BEGAN COMMERCIAL OPERATION FEBRUARY 1975. 

4. ON APRIL 28 THE NEBRASKA PUBLIC POWER DISTRIC LIMITED 
OPERATION OF THE 778 MWE BWR COOPER NUCLEAR POWER STATION 
TO 50 PERCENT RATED POWER AND 50 PERCENT DESIGN CORE 
FLOWRATE FOLLOWING ANALYSIS OF SIMILAR ANOMALOUS NEUTRON 
DETECTOR SIGNALS. 

5. PASS ABOVE INFORMATION TO NRC TECHNICAL NOTIFICATION 
ADDRESSEES PER REFTEL A-2467. INGERSOLL 
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